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ECONOMIC INTELLIGENCE COMMITTEE 


Control No. 494138 
EIC-A-86 
21 June 1960 


AGENDA 


Room 1121, Temporary M Building 
26th Street and Constitution Avenue, N. W. 
Wednesday, 29 June 1960, 100C hours 


1, Approval of Minutes {EIC-~M-85, 15 Februaxy 1960). 


é. Review and approval of Joint Subcommittee Draft of EIC-R16-S1, 
"4 Summary of the International Trade and Transport of 
Communist China, 1959" 


3. Discussion of Priority National Intelligence Objectives 
(US 5.172) 
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Executive Secretary 


Attachments: 
Draft of EIC-R16-S1 (BIC -D-439; 
USIB -D-25.1/2 
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